276     NONDOCKETED ITEMS

9005040033   NUREG/CR-4691   V01   MELCOR   ACCIDENT   CONSEQUENCE  CODE
SYSTEM (MACCS).Volume 1: User's Guide.

CHANIN.D.I., SPRUNG J.L, RITCHIE.LT. Sandia National Laboratories. FIN A-1853.
SAND86-1562. 90/02/28. Division of Systems Research (Post 880717). 282pp.
53624:119-53625:040.

9005040046   NUREQ-0090   V12   N04   REPORT  TO   CONGRESS  ON   ABNORMAL
OCCURRENCES.October-December 1989.

*  Office for Analysis & Evaluation of Operational Data, Director. 90/03/31. 21pp.
53622:224-53622:245.

9005040053 Forwards comments on risk-based insp guide for facility.in response to
NRC 900209 Itr.

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 0311-90-2052. 90/04/
26. Document Control Branch (Document Control Desk). 3pp. 53715:358-53715:360.

9005040056   NUREG-0940   V08   N04  ENFORCEMENT  ACTIONS:SIGNIFICANT  AC-
TIONS RESOLVED.Quarterly Progress Report,October-December 1989.

*  Ofc of Enforcement (Post 870413). 90/03/31. 289pp. 53623:190-53624:118.

9005040064 Forwards results of 900411,13 & 16 telcons & provides addl info & justifi-
cation requested by NRC re insp of IGSCC susceptible welds.per Generic Ltr 88-01 &
Rev 2 to NUREG-0313.Proposed weld overlay designs also encl.
HAIRSTON.W.G. Georgia Power Co. GL-88-01. 90/04/30. Document Control Branch
(Document Control Desk). 31pp. 53739:201-53739:232.

9005040070 NUREG/CR-5001 EFFECTS OF MANUFACTURING VARIABLES ON PER-
FORMANCE OF HIGH-LEVEL WASTE LOW CARBON STEEL CONTAINERS.
FROST,R.H. Colorado School of Mines, Golden, CO. MUTH.T.R., LIBY.A.L Manufac-
turing Sciences Corp. FIN B-7278. 90/04/30. Division of Engineering (Post 870413).
129pp. 53647:242-53648:010.

9005040072   NUREG/CR-5463   EFFECTS   OF   MINERALOGY   ON   SORPTION   OF
STRONTIUM AND CESIUM ONTO CALICO HILLS TUFF.

MEYER.R.E., ARNOLD.W.D., CASE.F.I. Oak Ridge National Laboratory. FIN B-0462.
ORNL-6589. 90/04/30. Division of Engineering (Post 870413). 42pp. 53622:071-
53622:112.

9005040081  NUREG/CR-5438 BASIC CONSIDERATIONS IN PREDICTING ERROR
PROBABILITIES IN HUMAN TASK PERFORMANCE.

FLEISHMAN.E.A., BUFFARDI.LC., ALLENJ.A. George Mason Univ., Fairfax, VA.
CBCS RPP #90-1. 90/04/30. Division of Systems Research (Post 880717). 49pp.
53622:022-53622:070.

9005040084     NUREG/CR-5540     PERFORMANCE     TESTING     OF     EXTREMITY
DOSIMETERS.STUDY 2.

HARTY.R., REECE.W.D., HOOKER.C.D. Battetle Memorial Institute, Pacific Northwest
Laboratory. FIN B-2888. PNL-7276. 90/04/30. Division of Regulatory Applications
(Post 870413). 89pp. 53646:319-53647:046.

9005040092 NUREG-1266 V04 NRC SAFETY RESEARCH IN SUPPORT OF REGULA-
TION - FY1989.

*  Office of Nuclear Regulatory Research (Post 860720), 90/04/30. 61pp. 53622:113-
53622:175.

9005040095 NUREG/IA-0021 RELAP5/MOD2 CALCULATIONS OF OECD LOFT TEST
LP-SB-2.

HALL.P.C. Central Electricity Generating Board. FIN A-6827. GD/PE-N/606. 90/04/
30. Office of Nuclear Regulatory Research (Post 860720). 43pp. 53622:176-
53622:223.

9005040105 NUREG/IA-0032 ASSESSMENT OF RELAP5/MOD2 CYCLE 36.04 USING
LOFT LARGE BREAK EXPERIMENT L2-5.

BANG.Y.S., LEE.S.Y., KIM.H.J. Korea Advanced Energy Research Institute. 90/04/30.
Office of Nuclear Regulatory Research (Post 860720). 183pp. 53621:199-53622:021.

9005040112 NUREG/IA-0031 ICAP ASSESSMENT OF RELAP5/MOD2, CYCLE 36.05
AGAINST LOFT SMALL BREAK EXPERIMENT L3-7.

LEE.EJ., CHUNG.B.D., KIM,HJ. Korea Advanced Energy Research Institute. 90/04/
30. Office of Nuclear Regulatory Research (Post 860720). 171pp. 53621:028-
53621:198.

9005040120 NUREG-0020 V14 N02 LICENSED OPERATING  REACTORS STATUS
SUMMARY REPORT.Data As Of January 31,1990.(Gray Book I)
LOVELACE,W.H. Division of Computer & Telecommunications Services (Post 890205).
90/04/30. 564pp. 53648:104-53649:307.

9005040134 NUREG/IA-0030 ASSESSMENT OF RELAP5/MOD2 CODE USING LOSS
OF OFFSITE POWER TRANSIENT DATA OF KNU #1 PLANT.
CHUNG.B-D., KIM.H-J. Korea Advanced Energy Research Institute. LEE.Y-J. Seoul
National Univ., Seoul, Republic of Korea. 90/04/30. Office of Nuclear Regulatory Re-
search (Post 860720). 100pp. 53620:288-53621:027.

9005040140    NUREG/CR-5513    V02    ACCIDENT   MANAGEMENT   INFORMATION
NEEDS.Volume 2 - Appendices.

HANSON.DJ., WARD.LW., NELSON.W.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.).
FIN B-5723. EGG-2592. 90/04/30. Division of Systems Research (Post 880717).
304pp. 53622:246-53623:189.

9005040144 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams."

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/26. CARNS.N.S. Arkansas Power
& Light Co. 1p. 53739:158-53739:158.

9005040149 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams."

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/26. HALL.D.P. Houston Lighting &
Power Co. 1p. 53739:080-53739:080.

9005040166 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams."

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/26. TREVORS.G.A. Nebraska
Public Power District. 1p. 53738:209-53738:209.

9005040169 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams."

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/26. WITHERS.B.D. Wolf Creek
Nuclear Operating Corp. 1p. 53739:083-53739:083.

9005040171 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams."

COLLINS.S.J. Region 4, Ofc of the Director. 90/04/26. CRAWFORD.A.C. Public Serv-
ice Co. of Colorado. 1p. 53892:062-53892:062.

9005040173 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams."

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/26. GATES.W.G. Omaha Public
Power District. 1p. 53738:010-53738:010.

9005040177 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams."

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/26. DEWEASEJ.G. Louisiana
Power & Light Co. 1p. 53738:210-53738:210.

9005040179 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams."

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/26. DEDDENSJ.C. Gulf States
Utilities Co. 1 p. 53738:224-53738:224.

9005040270 Advises that 890710 response to Generic Ltr 89-06 re SPDS, acceptable
LO.R.H. Project Directorate 11-1. GL-89-06. 90/04/23. EURY.LW. Carolina Power &
Light Co. 4pp. 53754:341-53754:345.

9005040285   Advises   that   890707   response   to   Generic   Ltr   89-06   re   SPDS
acceptable.per NUREG-1342 & NUREG-0737,Suppl 1.NRC should be notified if pro-
posed date of 900831 for fully meeting requirements not revised or incorrect.
HAYES.J.J. Project Directorate 11-1. GL-89-06. 90/04/27. BRADHAM.O.S. South Caro-
lina Electric & Gas Co. 3pp. 53736:288-53736:290.

9005070008 NUREG/CR-5513 V01 ACCIDENT MANAGEMENT INFORMATION
NEEDS.Volume 1 - Methodology Development And Application To A Pressurized
Water Reactor (PWR) With A Large, Dry Containment.

HANSON.D.J., WARD.LW., NELSON.W.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.).
FIN B-5723. EGG-2592. 90/04/30. Division of Systems Research (Post 880717)
69pp. 53656:277-53656:346.

9005070010 NUREG-1333 MAINTENANCE APPROACHES AND PRACTICES IN SE-
LECTED FOREIGN NUCLEAR POWER PROGRAMS AND OTHER U.S. INDUSTRIES:
REVIEW AND LESSONS LEARNED.

DEY.M. Division of Regulatory Applications (Post 870413). 90/04/30. 111pp.
53657:051-53657:161.

9005070012 NUREG-0325 R13 U.S. NUCLEAR REGULATORY COMMISSION FUNC-
TIONAL ORGANIZATION CHARTS.April 1, 1990.
* Ofc of Personnel (Post 870413). 90/04/30. 64pp. 53656:347-53657:050.

9005070035 Concludes that util will satisfactorily meet all requirements for SPDS speci-
fied in NUREG-0737,Supp 1, provided that commitments for implementation complet-
ed on schedule.

KOKAJKO.LE. Project Directorate V. GL-89-06. 90/04/23, RAY.H.B. Southern Califor-
nia Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 4pp. 53778:006-
53778:009.

9005070041 Informs of closure of TACs 44593 & 54601 re NUREG-0737,ltem 11.0,1,
"Performance Testing of Relief & Safety Valves," per 900319 Itr.Remaining efforts will
be tracked under new TACs 76433 & 76434.

HOOD.D.S. Project Directorate II-3. TAG 44593. 90/04/25. TUCKER.H.B. Duke Power
Co. 2pp. 53784:332-53784:333.

9005070132 Expresses appreciation for unsolicited proposal to support NRC in review &
update of SRP (NUREG-1200) & std format & content guide (NUREG-1199) to ensure
compliance W/10CFR61.

GREEVESJ.T. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. JUPITER.C. Jupiter Corp. (formerly Jupiter Associates, Inc.). 3pp.
53746:220-53746:222.

--9003210228 Forwards unsolicited proposal to support NRC staff in review & update of
NUREG-1200 & NUREG-1199.

JUPITER.C. Jupiter Corp. (formerly Jupiter Associates, Inc.). 90/03/19. GREEVES,J.T.
Division of Low-Level Waste Management & Decommissioning (Post 870413). 14pp.
53746:223-53746:236.

9005070141 Advises that util 891107 response to Generic Ltr 89-06 re plant SPDS
meeting requirements of NUREG-0737,Suppl 1 & NUREG-1342 found satisfactory.
LEEDS.EJ. Project Directorate I-3. GL-89-06. 90/05/01. FRIZZLE.C.D. Maine Yankee
Atomic Power Co. 2pp. 53746:237-53746:238.

9005070319 Advises that util 890721 response to Generic Ltr 89-06 on SPDS for
plants.complete.

STOLZJ.F. Project Directorate I-4. TAC 73664. 90/05/03. MROCZKA.EJ. Northeast
Nuclear Energy Co. (subs, of Northeast Utilities). 4pp. 53741:347-53741:350.

9005070338 Advises that util 900321 response to open items identified in NRC 850610
SSER 1 of plant DCRDR program.acceptable.

WIENS.LA. Project Directorate II-3. TAC 68121. 90/05/04. TUCKER.H.B. Duke Power
Co. 3pp. 53742:336-53742:338.

9005070385 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams," Rev 5,dtd Mar 1990.
CALLAN.LJ. Region 4, Ofc of the Director. 90/04/26. CAHILL.WJ. TU Electric (for-
merly Texas Utilities Generating Co.). 1 p. 53777:056-53777:056.

9005080006 Advises that scheduled completion of SPDS human factors validation ac-
tivities scheduled for 900630 & sys availability test by 900731.
BIRD.R.G. Boston Edison Co. BECO 90-66. 90/05/01. Document Control Branch
(Document Control Desk). 1p. 53768:357-53768:357.

9005080183 Provides response to Generic Ltr 89-19, "Safety Implication of Control Sys
in LWR Nuclear Power Plants." Plant procedures address possibility of vessel overfill
events & training alert operators to potential overfills,

HAIRSTON.W.G. Georgia Power Co. HL-1053. 90/05/01. Document Control Branch
(Document Control Desk). 7pp. 53755:353-53755:359.
2562. 89/05/31. Division of Engineering Technology (Post 890827). 93pp. 53648:011-
